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CONFIDENTIAL FRANKFURT 5943 

E.O. 11652: XGDS 

TAGS: ASEC, AORG, AU 

SUBJECT: MBFR SITE TECHNICAL SECURITY 

STATE FOR OIC/MBFR A/SY/T AND A/SY/FO 
VIENNA FOR RSO 

REF: STATE 175217 AND 150348 
VIENNA 7248 AND 7526 

1. DISCUSSIONS BETWEEN RTC MEMBER, RSO AND MBFR REPRESENTATIVE BARR 
RELATIVE TO TECHNICAL SECURITY COVERAGE CONCLUDED THAT AND ACR, ALARM 
SYSTEMS, BUFFER WALLS AND CCTV SYSTEMS WOULD BE THE EXTENT OF 
TECHNICAL SECURITY TO BE PROVIDED MBFR BUILDING. 

2. REFERRING TO PLANS, ZIMMER 1702M2 AND GARD 626M2 WOULD BE DESIG- 
NATED FOR THE ACR LOCATION. THIS RESULTS IN A 1 1 .8X20. 1 FT. 

PARENT ROOM. BE ADVISED THAT ALTHOUGH A TIGHT SQUEEZE, A 9X12 
ACR IS THE LARGEST ACR WHICH CAN BE ACCOMMODATED. 

3. THE ACR WHICH WAS SHIPPED FROM HELSINKI AND CURRENTLY IN 
STORAGE VIENNA IS A 12X30 ACR. 

4. A/SY/T MUST ADVISE ASAP FROM WHICH SOURCE ROOM IS TO BE OBTAINED 
(ALSO REFERENCE RTC MEMO TO A/SY/T DATED AUG 28, 1973). 

5. BUFFER WALLS WILL BE CONSTRUCTED ON ALL FLOORS IN THE OFFICES 
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AND JCS, AND NATO CONFERENCE ROOM. 

6. AREAS TO BE PROVIDED WITH ALARM SYSTEMS ARE AS FOLLOWS: 

A. ALL WINDOWS ABOVE THE GROUND FLOOR BY MAGNETIC SWITCHES 
(APPROX. 85 PAIRS). 

B. FOUR ULTRA SONIC ALARM SYSTEMS: ACR PARENT ROOM, MAIN 
CONFERENCE ROOM (2479M2). 

CHEIF AND DEPUTY DELEGATES (MBFR) OFFICES (2610M2. 

2326M2, 1944M2, 1609M2); 

NATO CONFERENCE ROOM (2610M2. 3438M2 GROUND FLOOR) AND 
COMM CENTER, IF CONSTRUCTED. 

7. TWO CCTV INSTALLATIONS- ONE PAN/TILT/ZOOM TO COVER ROOF AND 

REAR AND SIDE TERRANCE, AND ONE FIXED CAMERA SYSTEM TO COVER GROUND 
FLOOR ELEVATOR AREA. 

8. PROVIDE A SECURE VOICE TERMINAL PHONE BOOTH. 

9. FOR RSO VIENNA: 

REQUIREMENT IS HEREBY CONFIRMED FOR INSTALLATION OF ADEQUATE 
LIGHTING ON ROOF AND TERRACE FOR PROPER CCTV COVERAGE. DETAILS OF 
LIGHTING WILL OBVIOUSLY HAVE TO BE WORKED OUT COMMENSURATE WITH 
TECHNICAL REQUIREMENTS AND NEIGHBORHOOD CAVEATS-IF ANY. 

10. ABOVE PREPARATIONS TO BE INITIATED BY RYC PERSONNEL DURING 
WEEK OF SEPT 17, 1973. 

1 1 . ON OR ABOUT 1 OCT SECURITY SYSTEMS TO BE INSTALLED MUST, BY 
NECESSITY, BE COVERED BY MSG SURVEILLANCE. THEREFORE SUGGEST 
THAT RESPONSIBLE OFFICE TAKE NECESSARY ACTION TO BEGIN MSG 
WATCH ON THAT DATE. HARLAN 
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